The Best Lash Lift in Liverpool and The 
Know-how of Lashes 


Enhance your beauty with a lash lift, it’s the small things that matter! 


Are you bored of using a lash curler to struggle with your lashes every morning 
only to have them start to droop down a few hours later? You might find the ideal 
remedy in a lash lift! Lash lifts have gained popularity in the past few years, and 
we couldn't be more thrilled about it. 


Lash Lift- The Science and How it Works 


In a typical lash lift, your natural lashes are elevated and curled in an upward, 
lifted posture using a silicone rod and a two-step cream solution. As a result, 
your appearance is brighter and more alert, and your lashes look longer and 
fuller. The lash lift is very safe when performed by reputed studios as they make 
sure that your skin never comes into contact with the lift solution, and you keep 
your eyes closed the entire time. In some lash lift procedures, the use of an 
extension helps to give the lashes extra volume depending on the length and 
thickness of the lashes. 


Length of Lashes 


Your natural lashes' length and the style you want to attain will determine how 
long the lash lift is. To improve the natural lash growth pattern, produce 
symmetry between the two eyes, and enhance the natural eye form, various lash 
lengths will be tried on the eye. 


Thickness of lashes 


The thickness of the lash extension with traditional lash extensions closely 
resembles the thickness of the natural lash. In order to achieve a fuller 
appearance, several finer lashes may be applied during a lash lift treatment; 
nevertheless, this should not surpass the overall "weight" of the natural lash in 
order to preserve healthy lashes. 


Aftercare 


Ideally, your lifestyle determines how long the lash lift will last, however, lash 
lifts normally last four to eight weeks. You might notice that your lash lift wears 
off a little bit more quickly if you're quite active, perspire a lot, or live somewhere 
warm. In general, you should avoid eye makeup, keep your lashes completely 
dry, and avoid sleeping on your face for the first 24 hours following your 
procedure because it takes a whole day for the perm to set. 


How To Find The Right Lash Lift Clinic For You 


It’s tough to find the perfect lash lift in Liverpool, but Shavata Singh Brows and 
Lashes is here to slash all your woes! One of the most renowned studios with 
quality service and best-in-class products can have you rest assured that they 
have the best lashes in Liverpool. 


On a note 


If you want that perfect oomph to your lashes and the complimenting lustre in 
your eyes, step right into Shavata Singh Brows and Lashes located in Harvey 
Nichols Liverpool. There is a wide range of luxury Brow and Lash Treatments, 
from the iconic Shavata Singh London Lash lift in Liverpool. This is the perfect 
place to revamp your look with the best in beauty treatments. 


